ANALYTICA CHIMICA ACTA, VOL. 262 (1992) 


AUTHOR INDEX 


Adams, F.C., see Lobifski, R. 285 
Archer, F.A. 
— and Street, Jr., K.W. 
Spectrophotometric determination of silicon in bismuth 
borosilicate glass by flow injection 243 
Badia, A. 
—, Thai, N.H.H., English, A.M., Mikkelsen, S.R. and 
Patterson, R.T. 
Determination of ferrocene iron in protein matrices 87 
Barcelé, D., see Durand, G. 167 
Benezra, J., see Malin, M.J. 67 
Berndt, H., see Posta, J. 261 
Boussemart, M. 
—, Van den Berg, C.M.G. and Ghaddaf, M. 
The determination of the chromium speciation in sea 
water using catalytic cathodic stripping voltammetry 103 
Branica, M., see Zeli¢é, M. 129 
Bright, F.V. 
—., Litwiler, K.S., Vargo, T.G. and Gardella, Jr., J.A. 
Enhanced performance of fibre-optic immunoprobes using 
refunctionalized fluoropolymers as the substratum 323 


C4mara, C., see Carrillo, F. 91 

Carrillo, F. 
—, Pérez, C. and Camara, C. 
Sensitive flow-injection—spectrofluorimetric method to de- 
termine aluminium(III) in water 91 


—, Schneider, Th.W. and Koppang, M.D. 
Ferrocene tagging of amines, amino acids and peptides for 
liquid chromatography with electrochemical detection 145 
D’Agostino, A.T. 
Determination of thin metal film thickness by x-ray 
diffractometry using the Scherrer equation, atomic absorp- 
tion analysis and transmission/ reflection visible spec- 
troscopy 269 
Dams, R., see Strijckmans, K. 193 
Derecskei, B., see Posta, J. 261 
Dewaele, J., see Strijckmans, K. 193 
Downard, A.J. 
—, Powell, H.K.J. and Xu, S. 
Modification of the Solochrome Violet RS method for the 
cathodic stripping voltammetric determination of alu- 


Air-intake filters used for multi-element analysis of air- 


borne particulate matter by inductively coupled plasma 
atomic emission spectrometry 299 

Durand, G. 
—, Mansour, M. and Barceld, D. 
Identification and determination of fenitrothion photolysis 
products in water—methanol by gas chromatography—mass 
spectrometry 167 


Endo, J., see Tabata, M. 315 
English, A.M., see Badia, A. 87 


Fan, S.S., see Malin, M.J. 67 
Fan, W., see Lu, J. 225 


Garcia-Vargas, M., see Manuel-Vez, M.P. 41 
Gardella, Jr., J.A., see Bright, F.V. 323 
Ghaddaf, M., see Boussemart, M. 103 
Gooijer, C., see Schreurs, M. 201 


Hong, H. 
— and Xin, X. 
ESSESA, an expert system for structure elucidation from 
spectral analysis. Part II. Novel algorithm of perception of 
the linear independent smallest set of smallest rings 179 
Hu, Z., see Xu, Y. 97 
Huang, S.-S. 
—, Lin, H.-G. and Yu, R.-Q. 
Electrocatalysis of a chemically modified poly(l-naph- 
thylamine) film electrode 331 


Jin, W. 

—, Zheng, Y. and Qu, X. 

investigations on adsorption potentiometry. Part VI. 
i try of furazoli- 


Study of 2 Landolt-type reaction with ascorbic acid in a 
vesicular system by meens of the quenching effect of 
iodine 79 


Kanesato, M., see Kobayashi, S. 161 

Kobayashi, S. 
—, Wakui, Y., Kanesato, M., Matsunaga, H. and Suzuki, 
T.M. 
Chromatographic separation and inductively coupled 
plasma atomic emission spectrometric determination of 
the rare earth metals contained in terbium 161 

Koppang, M.D., see Cox, R.L. 145 


351 
Chen, X., see Xu, Y. 97 ae 
Cox, R.L. 
done 123 
Juskowiak, B. 
minium 339 
Dreetz, C.D. 


352 


Koriyama, T., see Ohashi, E. 19 
Kristjansson, F. 
—, Thakur, A. and Stobaugh, J.F. 
Selective fluorogenic derivatization of Pro?—Lys peptides 
with naphthalene-2,3-dicarboxaldehyde /cyanide 209 
Kurdikar, D.L. 
—, Skeen, R.S. and Van Wie, B.J. 
Temperature effects on neuron-based chemical sensing in 
well-mixed flow environments 1 


Li, X.-M. 
— and Wong, K.-Y. 
Luminescent platinum complex in solid films for optical 
sensing of oxygen 27 

Liang, W., see Wang, N. 253 

Lin, H.-G., see Huang, S.-S. 331 

Litwiler, K.S., see Bright, F.V. 323 

Liu, M., see Xu, Y. 97 

Lobifski, R. 
— and Adams, F.C. 
Sensitive speciation analysis of lead in environmental wa- 
ters by capillary gas chromatography microwave-induced 
plasma atomic emission spectrometry 285 

Lu, J. 
—, Zhang, X., Fan, W. and Zhang, Z. 
Determination of trace gold by solid surface chemilumi- 
nescence analysis 225 

Lund, W., see Dreetz, C.D. 299 


Malin, M.J. 
—., Fan, S.S. and Benezra, J. 
Mechanism of automated alkaline methods for the deter- 
mination of hemoglobin in whole blood based on the 
micellization of ligated heme in the presence and absence 
of cyanide 67 

Mansour, M., see Durand, G. 167 

Manuel-Vez, M.P. 
— and Garcia-Vargas, M. 
Spectrofluorimetric determination of titanium with 2- 
acetylpyridine picolinoylhydrazone and application to agri- 
cultural soil extracts 41 

Marrazza, G., see Newman, J.D. 13 

Massart, D.L., see Moors, M. 135 

Matsunaga, H., see Kobayashi, S. 161 

Mendichi, R., see Seraglia, R. 277 

Mikkelsen, S.R., see Badia, A. 87 

Moors, M. 
— and Massart, D.L. 
Comparison of the elution profiles of a weakly basic drug 
on cyanopropyl-bonded silica cartridges from different 
manufacturers and different batches 135 


Newman, J.D. 
—, Turner, A.P.F. and Marrazza, G. 
Ink-jet printing for the fabrication of amperometric glu- 
cose biosensors 13 
Ohashi, E. 
— and Koriyama, T. 
Simple and mild preparation of an enzyme-immobilized 


AUTHOR INDEX 


membrane for a biosensor using B-type crystalline chitin 
19 

Opydo, J. 
Determination of lead in indium metal and indium salts by 
anodic stripping voltammetry with addition of surfactant 
to suppress the indium peak 117 


Patterson, R.T., see Badia, A. 87 

Pelletier, E., see Reader, S. 307 

Pérez, C., see Carrillo, F. 91 

Posta, J. 
—, Berndt, H. and Derecskei, B. 
Comparison of droplet-size distribution and matrix effects 
in flame atomic absorption spectrometry applying hy- 
draulic high-pressure/performance nebulization and 
pneumatic nebulization 261 

Powell, H.K.J., see Downard, A.J. 339 


Qi, P., see Wang, N. 253 
Qu, X., see Jin, W. 123 


Reader, S. 
— and Pelletier, E. 
Identification and determination of butyltin compounds by 
gas chromatography-ion trap spectrometry 307 

Roach, R.J. 
— and Snook, R.D. 
Anomalous CW thermal lens behaviour of uranyl ion in 
aqueous carboxylic acid media 231 


Sakura, S. 
— and Terao, J. 
Comparison of electrochemiluminescence and ampero- 
metric detection of lipid hydroperoxides 217 
— and Terao, J. 
Determination of lipid hydroperoxides by electrochemilu- 
minescence 59 

Sakura, S. 
Electrochemil ence of hydrogen peroxide—luminol 
at a carbon electrode 49 

Sartore, L., see Seraglia, R. 277 

Schiavon, O., see Seraglia, R. 277 

Schneider, Th.W., see Cox, R.L. 145 

Schreurs, M. 
—, Vissers, J.P.C., Gooijer, C. and Velthorst, N.H. 
Determination of orotate by liquid chromatography with 
sensitized lanthanide ion luminescence detection 201 

Seraglia, R. 
—, Traldi, P., Mendichi, R., Sartore, L., Schiavon, O. and 
Veronese, F.M. 
Fast atom bombardment mass spectrometry for the deter- 
mination of the molecular weight distribution of poly(eth- 
ylene glycols) and their derivatives 277 

Skeen, R.S., see Kurdikar, D.L. 1 

Snook, R.D., see Roach, R.J. 231 

Stobaugh, J.F., see Kristjansson, F. 209 

Street, Jr., K.W., see Archer, F.A. 243 

Strijckmans, K. 
—, Dewaele, J. and Dams, R. 


AUTHOR INDEX 


Determination of boron in titanium by deuteron activation 
analysis 193 

Suzuki, T.M., see Kobayashi, S. 161 

Szczepaniak, W., see Juskowiak, B. 79 


Tabata, M. 
—, Totani, M. and Endo, J. 
Coimmobilized enzyme columns in determining serum cre- 
atinine using creatininase, creatinase and sarcosine oxi- 
dase by flow-injection analysis and chemiluminescence de- 
tection 315 

Terao, J., see Sakura, S. 217, 59 

Thai, N.H.H., see Badia, A. 87 

Thakur, A., see Kristjansson, F. 209 

Totani, M., see Tabata, M. 315 

Traldi, P., see Seraglia, R. 277 

Turner, A.P.F., see Newman, J.D. 13 


Van den Berg, C.M.G., see Boussemart, M. 103 

Van Wie, B.J., see Kurdikar, D.L. 1 

Vargo, T.G., see Bright, F.V. 323 

Velthorst, N.H., see Schreurs, M. 201 

Venkateswarlu, P. 
Determination of fluoride in bone by aluminum monofluo- 
ride molecular absorption spectrometry 33 

Veronese, F.M., see Seraglia, R. 277 

Vissers, J.P.C., see Schreurs, M. 201 


Wakui, Y., see Kobayashi, S. 161 
Wang, N. 
—, Liang, W., Zhou, S. and Qi, P. 
Absorption spectra of 4f electron transitions of 
neodymium and erbium complexes with ferron and dieth- 
ylamine. Determination of neodymium and erbium in rare 
earth mixtures by third-derivative spectrophotometry 253 
Wong, K.-Y., see Li, X.-M. 27 


Xin, X., see Hong, H. 179 

Xu, S., see Downard, A.J. 339 

Xu, Y. 
—, Chen, X., Liu, M. and Hu, Z. 
Application of three chromogenic reagents to the determi- 
nation of palladium using a laboratory-made optical fibre 
detector for flow-injection analysis 97 


Yu, R.-Q., see Huang, S.-S. 331 


Zelié, M. 
— and Branica, M. 
Bromide-induced adsorption of cadmium(II) on mercury 
electrodes 129 

Zhang, X., see Lu, J. 225 

Zhang, Z., see Lu, J. 225 

Zheng, Y., see Jin, W. 123 

Zhou, S., see Wang, N. 253 


